MiS? AVAILABLE COrY 


..LuSii i 


3 February 1951 


MEMORANDUM FOR: File 


SUBJECT: 


Status Report ,.er Cable dated 3 February* 1951. 


1. KM - 46 - Helmut Vogt. 

2. German nationality. 

3. Field security check initiated. 

4* Background questionnaire forme A & B forwarded. 

5. Medical examination being scheduled; estimate completion on 2/28. 
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